To:  Hayes,  Mark[hayes. mark@epa.gov] 

From:  Good,  Gena 

Sent:  Sun  8/16/2015  12:17:05  AM 

Subject:  RE:  Gold  King  Mine-Demob 

Thank  you.  Hope  you  had  good  travels.  It  was  great  meeting  you  and  hope  we  get  to  work  together  again 
soon. 

Take  care. 


Gena  Good 
Weston  Solutions,  Inc. 

Gold  King  Mine  Blowout  Response 
Planning  Section 
1210  N Hutton  Avenue 
Farmington,  NM  87401 
603-661-6243  (ceil) 


— Original  Message — 

From:  Hayes,  Mark  [mailto:hayes.mark@epa.gov] 

Sent:  Saturday,  August  15,  2015  8:04  PM 
To:  Good,  Gena;  Torres,  Michael 
Cc:  Webster,  Susan;  Foster,  Althea 
Subject:  Gold  King  Mine-Demob 

Back  home  safe  and  sound 

Sent  from  my  iPhone 

CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is  confidential  and 
proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary  information  without  the  written 
permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you  received  this  email  in  error,  please  notify 
the  sender  by  return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 
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